ETag: "29af1129a985a26a2156239de92310b5"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 3257
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Senior Judge J. Garvan Murtha
x-archive-meta-case-cause: 42:405 Review of HHS Decision (DIWC)
x-archive-meta-case-name: Williams v. Social Security Administration, Commissioner
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: vtd
x-archive-meta-date-case-filed: 2011-01-19
x-archive-meta-date-case-terminated: 2011-03-30
x-archive-meta-docket-num: 1:11-cv-00020
x-archive-meta-jurisdiction: U.S. Government Defendant
x-archive-meta-jury-demand: None
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: 863 Social Security: DIWC/DIWW
x-archive-meta-pacer-case-num: 19922
x-archive-meta-referred-to: Judge John M. Conroy
x-archive-queue-derive: 0
x-varnish: 731393580
x-upload-date: 2011-04-13T21:38:10.000Z
